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Department of the Interior Canada June 18th \912 


HONOURABLE W.J. ROCHE, MINISTER. 


W.W CORY C.M.G. DEPUTY MINISTER. 


Water Power’ Branch 
J.B CHALLIES, SUPERINTENDENT. 


BOW RIVER POWER AND STORAGE SURVEYS 
TOPOGRAPHIC SHEET No.5. 


Jan. 1913. gre ay Sse Encineer. 
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